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Abrasives 
Cuts Flash and Burr Rejects Sept 
How To Keep Abrasive Belts Flat .Feb 
Adhesives 
Adhesive Cuts Assembly Cost . May 
Adhesive for Masonry Construc- 
tion -+++.-Jdune 
Bonding with " Epoxy Replaces 
Welding for Tank Mixer Sup- 
ports 
Air Conditioning & Cooling 
Air Conditioning an Old Plant? ..Mar 
Compact Packaged Ghiller Has 
18,000 RPM Punch ‘ 
Conditioners Go Topside .........July 
Control Center Monitors Air Con- 
ditioning ... -....June 
4160-Volt Motors Cut ‘Costs ws June 
How Lighting Affects Heating and 
Air Conditioning .June 
How To Keep Abrasive Belts Flat .Feb 
Maintenance Guide for Centrifugal 
Compressors ; ..Mar 
Meter Measures Btu Flow ........July 
Mineral Tile as Air Diffuser Mar 
Putting Water to Good Use— 
Twice Feb 
Shutdown Maintenance for Air 
Conditioning Systems 


Batteries 


New Thermoelectric Cell 

Relay Monitors Battery Charge 

Space-Saving Battery Charger 

Bearings 

Bearings Check Abrasion ...... 

How To Work With Plastics for 
Bearing Repairs 

Lubricating With Air ....... 

Oil Injection Removes Bearings 


Blueprints, see Drawings & Blue- 


Boilers 


A B C’s of Boiler Water Treatment 
Spelled Out in Q's and A's 
Boilers: Types, Characteristics, and 
Functions—BR* 
Electronic Controls—Boiler 
Safe 
Portable Boilers Suit Monsanto’ s 
Multi-Plant Steam Needs .......Nov 
Process Steam Evenly Controlled ..Apr 
Some Points To Consider When 
Planning on HTHW Heating ...Sept 
TV Monitors Boiler Flames .......May 
Buildings and Grounds 
Asphalt Paving Mix With Asbestos 
Fiber Aug 
Considering a Ponded Roof? . Sept 
Foam Rubber Seal Guarantees 
Even Temperatures 


Bulk Handling 


Belt Conveyor Scale Continuously 
Meters Flow of Material . 
Cleated Belt Stops Spillage 
Containerization Methods in Bulk 
Material Handling 
Controlled Air System Eliminates 
Moisture When Loading Flour .. 
Easy Handling of Iron Ore 
Hoppers Speed Sand Handling .... 
Ladle Feeders Reduce Waste . 
Porous Panels Improve Bin Flow . 
Pneumatic System Unloads Grit .. 
Reduce Handling 75 Per Cent .... 
Resin Dispensing Automated 
Rubber-Lined Chute “Digs” Coal . 
Ship-To-Shore Handling System 
Doubles Unloading Capacity 
Spiral Elevators Feed and Cool ... 


*Book Review 
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Cafeteria 

In-Plant Feeding Nov 
Camera 

Camera Speeds Pipe Inspection ..July 


Chemicals 
Bulk Chemical Storage ..........June 
Using Explosive Chemicals? , Feb 


Clean Rooms 
Facility Design for Miniaturized 
Products .Sept 
New Society Pushes Clean Room 
Specs Nov 
Pint-Sized Clean Room ........ _June 
Plant Engineered Facility Discour- 
ages Dust Intrusion . ; Oct 


Cleaning Methods 
Airless Blast Cleaning Cuts Costs .Aug 
Blast Barrel Cuts Labor Cost 
Cleaning Hot Water Systems 
Cuts Flash and Burr Rejects 
Hinged Closures Speed — 
ments : 
Hot Jet Speeds Paint Removal : .May 
Laundry for Lighting Fixtures ....Oct 
Low Cost Metal a 
Drums .....Nov 
Metal Cleaning Switches to d ‘Low- 
er Temperature .Oct 
Pipe Rehabilitation - Feb 
Rotary Jet Cleans Cars Quickly . June 
Strip Paint With Infrared ........Feb 
Superheated Steam, Aided by Sol- 
vent, Cuts Grease, Dirt 
Ultrasonics Clean Damaged Parts .Dec 
Water Strips Plaster Molds Fast . .July 
Wet Blast Deburrs Hard Gears ....Mar 


Coatings, see Paints and Protective 
Coatings 


Communications 
Do They Read Your Reports? ..Mar 
Intercom System Dials 200 
Stations : .June 
Maintenance Order Transmitter 
Has Many Plus Values ; Mar 
1961 Registry of Industrial 
Systems BR June 
Phone Hookup Reduces Inventory 
Time Oct 
Radio Spares Men, Speeds Others .May 
Two-Way Radio Eliminates Ineffi- 
ciencies 
Compressors and Applications 
Get High Pressure Dry Air ... 
Increasing the Output of an 
Air Compressor 
Lubrication Needs of Compressors. July 
Maintenance Guide for Centrifugal 
Compressors Mar 
Reducing Explosion Hazards of Air 
Compressors .Nov 
Select Lubrication System Compo- 
nents with Care 
Select O-Ring Replacements With 
Properties in Mind 
Supply Systems for Instrument 


Computers and Data Pesccading 
Automatic Data- aber Sys- 


Computer Logic BR ... ; 

Digital Control Computers 

Easy-Access Floating Floor 

Fire-Warning Systems for Com- 
puter Centers 

Management Control Systems BR .Feb 

Management Influence on Design 


of Data Processing Systems BR.July 2 


Plant Engineering Is in Solid 
(State—That Is) 
Quick Switch of Computer Systems 
Saves $47,000 .. Apr 
Stop Spare Parts Duplication .....Feb 
Concrete 
Adhesive for Masonry Construc- 


Avoid Concrete Scaling Problems .July 
Comparison Test of Reinforcing 

Steels BR Mar 
Construction Specifications 

II. Concrete : June 
Cut Basement Door Through Con- 

crete Girder . ; Mar 
Plastic Foam and Concrete Sept 
Powder Lance Cuts Wall Nov 
Prestressed Concrete Sept 


Conferences & Shows 


Industrial Building BR Sept 
Industrial Building Conference 

Program . Aug 
Industrial Construction —Subject of 

a New Conference Feb 
Joint Navy, Industry Workshop 

Studies Maintenance Proce- 

dures .. Feb 
1961 National Plant Maintenance 

and Engineering Conference Pro- 

gram ... Jan 
Second Annual Plant Engineering 

Conference on Industrial Light- 

ing . Oct 
Techniques of Plant Maintenance 

and Engineering BR Nov 


‘onstruction 


Adhesive for Masonry Construc- 
tion ‘ June 

Blast and Fallout Protection for an 
Industrial Plant . 

Building Completion With Modular 
Design, Good Planning, Team- 
work . Sept 

Civil Engineering Handbook BR ..Mar 

Comparison Test of Reinforcing 
Steels BR ; Mar 

Considering a Ponded Roof? .....Sept 

Construction Briefs . Feb 83 Apr 

June 85 Aug 83 Oct 95 Dec 

Construction Specifications 

Earthwork . May 
II. Concrete June 
Ill. Masonry . July 
IV. Carpentry, Millwork, Hard- 
ware, Doors Aug 
V. Joists, Roof Deck and Sheet 
Metal . Oct 
VI. Roofing, Insulation, Damp- 
proofing Nov 
VIL. Interior Finishing Materials . Dec 

Corrugated-Core Sandwich Panel 
Process .. : June 

Cut Basement Door Through Con- 
crete Girder .. Mar 

Design fer Expansion Sept 

Design of Welded Structural Con- 
nections BR .. July 2 

Double-Purpose Container ... Nov 

Facility Design for Miniaturized 
Products .... Sept 

Geodesics in Action -Storage Dome 
in a Kit May 

Industrial Building BR Sept 

Industrial Building Conference 
Program ..... Aug 

Industrial Construction Subject of 
a New Conference Feb 

Mechanical-Electrical Equipment 
Handbook for School Buildings 
BR : Feb 2 

New Industrial Buildings from 
New Shapes in Plywood . Sept 

Nine-Building Plant Puts One Roof 
Over Company Operations .Dec 

Pile Foundations BR ; Nov 

Plant Appearance Changes Fast ...Mar 

Plastic Foam and Concrete Sept 

Practical Design of Structural 
Members BR ..... 

Preliminary Planning .. 

Prestressed Concrete . 

Restore Floor for Truck Traffic 

Roof Raised for Better Lighting 

Spray-Made Buildings . 

Steel Maker “Stresses” — 

Frame Design .... 

Watertight Plastic Foam— A’ ‘Plus” 

for Construction Jobs 





Controls, Electrical 
Automatic Turnoff Reduces Light- 
ing Costs ... 
Circuit Monitor Spots Trouble .... 
Control Change Reduces Oven 
Warmup by 36 Per Cent 
Crane Girders Double as Control 
Enclosures 
Electronic Controls—Boilers 
Electronic Speed Control ... 
Keep Tabs on Your Sprinkler 
System 
Magnetic Control of Industrial Mo- 
tors Parts I, II BR Sept 222 Nov 
Relay Monitors Battery Charge ...Feb 
Remote Control—The Easy Way ..Apr 
Spark Suppression Extends Relay 
Life 
Static Auxiliary Devices 
Control Reliability 
Static Control—How It Works .... 
Static Control in Industry 
Conveyors and Conveying Systems 
Bearings Check Abrasion 
Belt Conveyor Scale Continuously 
Meters Flow of Material 
Cleated Belt Stops Spillage 
Conveyor Carries Nails Uphill . 
Conveyor, Carriers Overhead Per- 
mit Free Movement Below 
Jamproof Chip Conveyor 
Loading and Cleaning Conveyor 
Belts 
Material Handling Simplified 
Rubber-Lined Chute “Digs” Coal . 
Ship-To-Shore Handling System 
Doubles Unloading Capacity .... 
Turnover Belt Conveyor System 
Stops Buildup on Idler Pulleys .. 
Two-Faced Assembly Line 
Cooling Towers 
Algae Control in Cooling Towers .. 
Remove Silt from Cooling Water .. 
Corrosion 
Alloy Kettle Resists Corrosion 
Bimetallic Tubes Beat Corrosion .. 
Consider Reinforced Plastic for 
Your Corrosion Problems 
Match Formula to Application 
When Using Plastic in Corrosive 
Environment 
New Wireway Defies Corrosion ...Apr 
Plastic Broke Chest Cover Solves 
Paper Mill Corrosion Problem ...Jan 
Titanium Fan in Highly-Corrosive 
Atmosphere Ends Downtime ....Sept 
Cost Control 
Automatic Turnoff Reduces ~— 
ing Costs 
Cost Improvement Training in a 
Maintenance Function 
Economics of Industrial Lighting . 
Maintenance Cost Reports for 
Chemstrand 
Court Decisions 
Court Decisions .. 


De 
.Apr 


.Jan 91 Mar 83 May 
July 77 Sept 90 Nov 


Cranes and Hoists 

Crane Girders Double as Control 
Enclosures 

Cranes Move to Bays as Needed ... 

Evaluating Metals for Third-Rail 
Systems 

Glass-Plastic Crane Rail 
Supports 

Hydraulic Crane—Designed to 
Reduce Maintenance 

Material Handling Crane Converts 
to Firefighter ouawate 

Outside Hoist Saves ee 
Money 

Second Story Worker 

Should You Build Your Own 
Overhead Crane? 

Stacker Crane Saves Space 

Versatile Hoist Saves $50 Daily 

Cutting Oil 

Central Cutting Oil System Elimi- 

nates Bucket Mixing 


..Mar 


Data Processing, see Computers 

Devices, Special 
Calipering Device Speeds Work ...Sept 
Closure Speeds Batch Charging ..June 
Drills Center Holes Fast .......... Apr 


95 


110 


141 


79 
73 


Gun Used as Pressure Chamber .. 

Labeling Tool Shows Versatility ..July 

Nylon Solves Thrust Problem ....July 

Pivoting Hooks Carry Loads With- 
out Need for Pallets 

Plastic Roll Saves $2000 a Year ... 

Powder Lance Cuts Wall 

PVC Sheath on Steel Pipe Makes 
Improved Paper Machine Roll .. 

Safety on the Rails 

Tester Measures Thickness 

Tiny Mill Grinds Hormones 


Drafting 
Drafting Layout Saves Space 


Drawings and Blueprints 
Engineering Drawing and 
Geometry BR 
How Photo-Drawings Save Time, 
Speed Maintenance at Monsanto Apr 
Transparent Photo-Template Tech- 


.Apr 


Drill Presses 
Production Doubled, Labor Halved Oct 


Dust and Fume Control 

Cloth Dust Filters—Selection, Ap- 
plication and Maintenance of ... 

Double Push-Pull Exhausts Save 
Money 

Filter Media 

Fines Recovery Program Saves 
$125,000 Annually 

For Safety’s Sake 

Handling Corrosive Fumes 

Pint-Sized Clean Room 

Plant Burns Its Cyanide Wastes . .June 

Plant Engineered Facility Discour- 
ages Dust Intrusion ....... ‘ 

Q & A on Filters 

Scrubbers Stop Dust 

17-in-1 Dust Collecting System 
Turns Waste into Profit 


Electrical 
Conduit Precoded in Color .. 
Digest of Literature on Dielec- 
trics BR 
Evaluating Metals for Third-Rail 


1540 Questions and Answers for 
Electricians 

Four Ways You Can Stop Motor 
Failures 

Induction Motor—Workhorse of 
Industry 

Magnetic Control of Industrial Mo- 
tors Parts I, II BR Sept 222 Nov 

Mechanical-Electrical Equipment 
Handbook for School Buildings 
BR 

New Wireway Defies Corrosion ... 

Plastic Tape Helps Reduce Plant's 
Electrical Downtime 

Selecting Motor Drives 

Servomechanisms BR 

Seven Trouble Spots in Industrial 
Motor Lubrication 

Silicon Rectifier Fights Arc- 
Back 

Solar Cell and Photocell Hand- 
book BR 

Specifying Special Electrical 
Equipment 

Static Control—How It Works 

Static Control in Industry .... 

Why Motors Fail ... 


Electrical Distribution 

An Evaluation of Grounded Neu- 
tral Power Systems 

Bus Duct Cuts Power Distribution 
Costs 

Bus Duct Reduces Voltage Drop ..Aug 

Low Voltage Switchgear Breaks In- 
terrupting Capacity Barrier ....July 

Mobile Generators Fill Power 
Gaps 

Rectifiers Replace Generators 

Silicon Rectifier Fights Arc- 
Back 

Sizing Control Transformers 


Electronics 
Detector Spots Flaws in Paper ... 
Electronic Controls—Boilers 
Electronic Speed Control 
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Electronic Training for Mainte- 
nance M 

Electronically Tests and Color 
Codes Springs 

Static Auxiliary Devices Boost 
Control Reliability 

Static Control—How It Works .... 

Static Control in Industry 

Transistor Manual BR M 

Using the Oscilloscope in Indus- 
trial Electronics BR : 

Equipment, Application 

Cloth Dust Filters, Selection, Ap- 
plication and Maintenance of 

Filter Media 

Low Voltage Switchgear Breaks In- 
terrupting Capacity Barrier ....July 

Mechanical-Electrical Equipment 
Handbook for School Buildings 

BR 


Primer on Temperature Control 
With Filled Systems 

Should You Build Your Own Over- 
head Crane? 

Sizing Control Transformers .. 

Specifying Special Electrical 
Equipment 

Tips On Vertical Pumps 

Eq ip + A + tic 

Management Problems in the 
Acquisition of _— Automatic 
Equipment BR .... 





F 


Fans 
Titanium Fan in Highly-Corrosive 
Atmosphere Ends Downtime .Sept 


Fasteners 
Maintenance Sharpshooters . 
Filters 
Cloth Dust Filters, Selection, Ap- 
plication and Maintenance of ... 
Filter Media 
Filtration BR 
Q & A on Filters 
Remove Silt from Cooling Water ..Mar 
Use the Right Air Devices To Pro- 
tect Pneumatic Equipment 
Fire Protection 
Fireproofing Reduces Insurance ..May 
Fire-Warning Systems for Compu- 
ter Centers Oc 
Guide for Care and Maintenance of 
Hydrants and Hose 
Keep Tabs on Your Sprinkler Sys- s- 
tem July 
Material Handling Crane Converts 
to Firefighter 
Scooter Goes to the Rescue 
Floors 
Construction Briefs 
Convair Gets Maximum Use from 
Its Floor Sweepers 
Easy-Access Floating Floor 
Floors, Too, Should Fit the Job .. 
Grit Provides Safe Footing 
Plastic Shield Protects Plating 
Room Floor 
Restore Floor for Truck Traffic ... 
Safe Footing Reduces Hazard 
Foundry 
Automatic Sand Reclamation 
Foundry Sand Moisture Checked 
by Nuclear Method ‘ 
Slab Casting Improves Quality .... 
Ultrasonic Test Spots Hidden De- 
fects in Steel Springs 
Fuels 
Gas Improves Precision Drying .. 
Furnaces 
Dual Furnace Doubles Production .Jan 
Manifold Reduces Maintenance ...Feb 


.Feb 


Oct 


.Apr 


Heating, Process 
Annealing Method Reduces 
Rejects 
Control Change 
Warmup by 36 Per Cent 
Dual Furnace Doubles Production .Jan 
Gas Improves Precision Drying ...Apr 
Graphite Boosts Heater Output .. 





July 66 


Heating Element “Wraps” Tank. ..Dec 
Heat Treating Oven Hung from 
Roof Trusses 
Industrial Furnaces BR 
Metal Cleaning Switches to a Low- 
er Temperature 
Radiant Heating System Increases 
Production 
Strip Paint With Infrared 


Heating, Space 

Cleaning Hot Water Systems ..,..May 

Dial-Your-Own Spot Heat Keeps 
Machine Operators Warm in Cold 
Area 

Heating Problem Solved 

How Lighting Affects Heating and 
Air Conditioning 

How To Select Unit Heaters For 
Your Plant 

Plant's Switch to Unit Heaters 
Saved Space‘ and Money 

Some Points To Consider When 
Planning on HTHW Heating ....Sept 

Tips on Unit Heater Maintenance .Mar 

Hose, see Piping, Tubing and Hose 


Housekeeping and Sanitation 
Convair Gets Maximum Use from 
its Floor Sweepers 
Giant Magnet Cleans Effectively ..July 
Using Plastic Liners in Trash Cans 
Saves Labor 
Vacuum Cleaner Evaluation 
Wood Chips Take Off Through 
Spiral Pipe Vacuum System ... 


Hydraulic, see Pneumatic-Hydraulic 


Infrared 


Dial-Your-Own Spot Heat Keeps 
Machine Operators Warm in Cold 
Area 

Infrared Detector Controls, Meas- 
ures, Counts ... 


In-Plant Feeding 
In-Plant Feeding . 


Inspection and Testing 


Air Gages Make Precision Inspec- 
tion Jig 

Camera Speeds Pipe Inspection ... 

Detector Spots Flaws in Paper ... 

Electronically Tests and Color 
Codes Springs 

Machinery Inspector Checks Plant 
Equipment 

Sight Glasses—How To Maintain 
Them 

Tester Measures Thickness 

Training Maintenance Weldors 
IV. Destructive Testing of 

Welds .... 
V. Qualification Testing 
Procedure 

Ultrasonic Test Spots Hidden De- 
fects in Steel Springs 

Vector Method of Over-all Magnet- 
ization Speeds Inspection .......Sept 


Instruments and Controls 


Borrow Instruments and Brains for 
Better, Low Cost Maintenance . .May 
Considerations for Applying Nu- 
clear Gages to Process Control ..Aug 
Control Center Monitors Air Con- 
ditioning June 
Foundry Sand Moisture Checked 
by Nuclear Method 
Handbook of Instrumentation and 
Controls BR 
Infrared Detector Controls, Meas- 
res, Counts 
Measuring Industry's Hot Spots 
I. Thermocouples, Potentiome- 
ters and Radiator Pyrometers Oct 
II. Resistance Thermometers, 
Circuits and Filled System 
Thermometers 
Meter Measures Btu Flow 
Meter Spots Motor Overload 
Mixture Controlled Automatically Nov 
Optical Checking of Salt Bath Con- 
trols Simplified by Original De- 
vice 
Primer on Temperature Control 
With Filled Systems A 
Process Steam Evenly Controlled ..Apr 


62 


Recalibrating Storage Tank 
Volume 

Static Auxiliary Devices Boost 
Control Reliability 

Static Control—How It Works 

Static Control in Industry 

Supply Systems for Instrument Air Aug 

Ultrasonic Gage Shows Thickness . .Oct 

Using the Oscilloscope in Indus- 
trial Electronics BR ; 

Wide-Wide TV Screen for Steel 
Mill 

X-Ray Gage Doubles as Non-Con- 
tact Micrometer and Automatic 
Controller 

Insulation 

Calcium Silicate Block Insulates 
and Supports 

Construction Specifications 
VI. Roofing, Insulation, Damp- 


proofing 

Digest of Literature on Dielec- 

trics BR 
Double Insulation Pays Off ... 
Fireproofing Reduces Insurance ..May 
Foam-Rubber Seal Guarantees 

Even Temperatures 
How To Determine Economic 


Thickness of Insulation BR .. .Oct 252 


Insulation Stops Interruptions 
Intumescent Paint Insulates Steel. .Dec 
Manifold Reduces Maintenance ...Feb 


J 


Jigs and Fixtures 
Air Gages Make Precision Inspec- 
tion Jig ooo CaN 
Calipering Device Speeds Work ..Sept 
Hard Job Made Easy by Trying 
Something Different Dec 


L 


Laboratories 
Care and Maintenance of 
Scientists .... June 
Rehabilitation Gives Betz Attrac- 
tive Analysis Lab Oct 
Scientists ARE People! ..... Nov 


Legal, see Court Decisions 


Libraries 
How Engineering Libraries Can 
Pinpoint Information ... Jan 


Lighting 

Automatic Turnoff Reduces Light- 
ing Costs Dec 

Economics of Industrial Lighting. .Apr 

Fluorescent Lighting Manual BR...Apr 

How Lighting Affects Heating and 
Air Conditioning 

Laundry for Lighting Fixtures .Oct 

Modern Industrial Lighting—Quan- 
tity and Quality Key Design 
Factors 

Roof Raised for Better Lighting. ..May 

Second Annual Plant Engineering 
Conference on Industrial Light- 
ing ..Oct 

Throw Those Lamps Away! .......Oct 

Uplight Solves Lighting Problem . .Feb 

Lubrication 

Die Lubricant Sprays Away Costs.June 

Lubrication Guide for Packings 
and Seals 

Lubrication Needs of Compressors. July 

Lubricating With Air 

Lubricant Variety Reduced 56 Per 
Cent 

Multi-Purpose Greases 

Reducing Explosion Hazards of Air 
Compressors 

Select Lubrication System Compo- 
nents with Care 

Seven Trouble Spots in Industrial 
Motor Lubrication ... 


Conveyor Carries Nails Uphill ....M. 
El ic Pac 


ectromagneti Oct 
Giant Magnet Cleans Effectively ..July 
Magnetic Slug Catches Rejects .... 
No Jammed Valves Jan 
Tough-Skinned Magnet Coils Just 

Sit There and Take It May 


tl 


Maintenance, Electrical 


Four Ways You Can Stop Motor 
Failures .... .....Nov 
You Can Cut Motor Wiring Costs. .Mar 


Maintenance—Equipment 


Borrow Instruments and Brains for 
Better, Low Cost Maintenance. ..May 
Electric Trucks at Crane 
Ill PM Program May 
Epoxy Seal Keeps Meters Dry ...Dec 
Guide for Care and Maintenance of 
Hydrants and Hose , .Oct 
Hard Surfacing Ups Shaft Life. - “Apr 
How Photo-Drawings Save Time, 
Speed Maintenance at Monsanto. Apr 
How To Work with Plastics for 
Bearing Repairs July 
Industrial Wire Rope Selection, 
Care and Maintenance ..........Nov 
leon Cement Seals Duct Joints 
Loading and Cleaning Conveyor 
Belts Feb 
Machinery Inspector Checks Plant 
Equipment ..-Sept 
Maintenance Guide for Centrifugal 
Compressors .. Mar 
Maintenance Order Transmitter 
Has Many Plus Values ..........Mar 
Maintenance Sharpshooters 
Maintenance with “Liquid Shim” 
Management Guides BR .. 
Oil Injection Removes Bearings 
Pipe Rehabilitation 
Pump Installation and “Mainte- 
nance Apr 
Ready-Made Hose Lengths Speed 
Emergency Pipe Repairs . .. Aug 
Renewing Sanding Belts ..........Jan 
Roller Maintenance Shortcut .....Sept 
Shutdown Maintenance for Air 
Conditioning Systems Feb 
Sight Glasses—How To Maintain 
Them .... Nov 
Steel, Pla ‘st ic ‘Mixture Speeds 
Equipment Repairs Nov 
Tips on Unit Heater Maintenance. .Mar 
The Technical Diagnostician Jan 
Turnover Belt Conveyor System 
Stops Buildup on Idler Pulleys. ..Oct 
Twice the Wear at Half the Price. .Aug 
Two-Way Radio Eliminates Ineffi- 
ciencies ; May 


Maintenance, Planning and Procedure 


Convair Gets Maximum Use from 
its Floor Sweepers May 
Cost Improvement Training in a 
Maintenance Function Dec 
18 Basic Tools for Better Mainte- 
nance Control Jan 
Electronic Training for Mainte- 
nance Men ‘ Feb 
Joint Navy, Industry Workshop 
Studies Maintenance Procedures. Feb 
Maintenance Cost Reports for 
Chemstrand . Jan 
Maintenance Order Transmitter 
Has Many Plus Values Mar 
Maintenance Planning and Sched- 
uling : Mar 
Maintenance Stores Procedures Jan 
Maintenance Training at Dow Jan 


Management Guides BR Aug 2 


Managing a Preventive Mainte- 
nance Program July 
Needs and Values of Worker Train- 
ing Jan 
Organizing and Using a Mainte- 
nance Training Program Jan 
PM Pays Dividends Dec 
Tag Triggers Action on Parts Re- 
ordering .. Apr 
Techniques of Plant Maintenance 
and Er.gineering BR Nov 


Maintenance Stores 


Maintenance Stores Procedure Jan 
Tag Triggers Action on Parts Re- 
ordering ... Apr 


Management 


Impact of the Professional Engi- 
neering Union BR ‘ 
Management Control Sy stems BR. Feb 2 
Management Guides BR . Aug 
Management Influence on the De- 
sign of Data Processing Systems 
BR July 
Management Problems in the Ac- 
quisition of Special Automatic 
Equipment BR Nov 





Modern Production Management 
BR 


Materials 


Bin-Rack System Speeds Selection 
of Bar Stock —— 
Cleated Belt Stops Spillage ivnew scm 
Consider Reinforced Plastic for 
Your Corrosion Problems ....... Nov 
Corrugated-Core Sandwich Panel 
Process Reduces Costs, Proves 
Versatile 
Iron Cement Seals Duct Joints ....Mar 
New Industrial Buildings from 
New Shapes in Plywood .......Sept 
Steel, Plastic Mixture Spee d s 
Equipment Repairs 


Materials Handling—-see also Storage 
Containerization Methods in Bulk 
Material Handling 
Controlled Air System Eliminates 
Moisture When Bulk Loading 
Flour in Railway Cars 
Conveyor Carries Nails Uphill .... 
Conveyor, Carriers Overhead Per- 
mit Free Movement Below 
Crane Girders Double as Control 
Enclosures 
Drive-in Pallet Rack Boosts Stor- 
age Capacity 
Driverless Tractor Keeps Rolls of 
Paper Stock on Move 
Easy Handling of Iron Ore .. 
Electric Trucks at Crane 
I. In-Plant Survey 
Il. Truck Utilization 
III. _— Maintenance Pro- 


gra 
Evaluating Metals for Third- Rail 
Systems ... 
Fiber Trays Adapt to Stacking .. 
Glass-Plastic Crane Rail Sunvorts. June 
High Speed Handling With the Use 
of Fork Trucks ‘ 
Hoppers Reduce Handling Time. Sent 
Hoovers Speed up Sand Handting. .Feb 
Hydraulic Crane—Designed to Re- 
duce Maintenance .May 
Improve Your Safe Lifting Quo- 
tient and Avoid Accidents ......Feb 
Industrial Wire Rope _ Selection, 
Care and Maintenance ..........Nov 
Jamproof Chip Conveyor .........Nov 
Ladle Feeders Reduce Waste 
Loading and Cleaning Conveyor 
Belts .. F 
Material Handling Simplified 
Measure Your Materials Handling 
Efficiency 
Models and Mockup Streamline 
Plant Move 
Multiple Hauling Saves Time ....June 
Outside Hoist Saves Space, Money .Sept 
Pivoting Hooks Carry Loads With- 
out Need for Pallets 
Pneumatic System Unloads Grit .. 
Rai!-Guided Truck Stacks Films .. 
Rayon Strapping Holds Tight .....Nov 
Rubber-Lined Chute “Digs” Coal. . July 
Second Story Worker 
Shiv-To-Shore Handling System 
Doubles Unloading Capacity ....July 
Should You Build Your Own Over- 
head Crane? ... Dec 
Sviral Elevators Feed ‘and Cool . July 
Stacker Crane Saves Space . .Feb 
Storage Problem Solved by Fork 
Truck With a High Reach ......July 
Tote Boxes—Carry or Store ...Nov 


Mechanical Design 


Civil Engineering Handbook BR ...Mar 
Creative Engineering Design BR...Jan 
Design of Welded Structural Con- 
nections BR .. July 
Optimum Design of Mechanical 
Elements BR Nov 
Practical Design of Structural 


Members BR Oct 2 


Vest-Pocket Library Book BR Nov 


Mechanical Power Transmission 

Adjustable Pitch Drives—Are They 
Cheaper than Fixed Pitch? ..... 

Dry Fluid Drive Gives Overload 
Protection <a 

Electronic Speed Control ine 

Fluid Mechanics BR .. 

Gearbox Gives Fast Speed Shifts. Jan 

Getting Going—Getting Stopped Feb 


97 


93 


Midget Engines 

Plastic Stops Chain Kinking 
Selecting Motor Drives 
Servomechanisms BR 

Simple System Solves Problem ... 
Soft Starts Ease Motor Load 
Solving Drive Problems 


Metallizing 


Hardfacing Saves $500 Plus 
Hard Surfacing Ups Shaft Life ....Apr 
Twice the Wear at Half the Price. .Aug 


Metals and Metal Processing 


Alloy Kettle Resists Corrosion .....Oct 

Annealing Method Reduces Re- 
jects Ju 

Evaluating Metals for Third-Rail 
Systems 

Extrusions Cut On-the-go 

Ferrite Tool Lasts 12 Times 
Longer 

Gun Used as Pressure Chamber ...Apr 

Low Cost Metal Processing—With 
Drums 

Magnetic Slug Catches Rejects 

Optical Checking of Salt Bath Con- 
trols Simplified 

Rare Metals Handbook BR 

Tool Steel Simplified BR 

Water Punches out Steel Cap .... 


Models 


Models and Mockup Streamline 
Plant Move 


Modernization and Adaptation 


Plant Appearance Changes Fast...Mar 
Rehabilitation Gives Betz Attrac- 
tive Analysis Lab ..Oct 


Motors 


4160-Volt Motors Cut Costs . ... June 

Four Ways You Can Stop Motor 
Failures 

Induction Motor—Workhorse of 
Industry May 

Magnetic Control of Industrial Mo- 
tors BR. PartI...... Sept 
Part II ... Nov 

Meter Spots Motor Overload sas Oct 

Midget Engines .... Dec 

Selecting Motor Drives iveuseuan coe 

Servomechanisms BR . 

Seven Trouble Spots in Industrial 
Motor Lubrication 

Why Motors Fail 
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Noise Abatement 


Handbook of Noise Measurement 
BR Apr 

Quiet, Please! How to Silence In- 
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Roof Trusses May 

How Much Hood Exhaust Air? Apr 
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Storage 
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Double Push-Pull Exhausts Save 

Money Oct 
How Much Hood Exhaust Air ? Apr 

Vibration Control 

Machine Mounts Cut 


Moving 
Costs ..0- - 


Ww 


Warehousing 
Phone Hookup Reduces rere 
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age” Cuts Investment, Operating 
Costs 
Wood Chips Take Off Through 
Spiral Pipe Vacuum System ....Mar 


May 
June 





Ackerman, Car! D. 
Ahlberg, H. B 

Allphin, Willard .. 
Arzoomanian, Jack 


122 
131 
152 
123 


June 129, July 126, Aug 109 


Batiey, Moware T.. ..cccsccccccesces Sept 
HE Ub ossecndviedssevedasas Aug 
PL MM Seedvues cedeverenceus<uend Apr 
DE caches vdsetddsetteeanse Nov 
Bauer, Charles A. 

gS ea pe Oct 
Beebee, A. M., Jr. . 

Bennett, Sanford C. ...... July 111, Sept 
TEL, <0 0% cos eekebeseeveuen Feb 
Biddle, Kenneth F. 

Boeliner, P. A. 

EL, GEG Ole coccssecces Jan 136, July 
RE, DA Be vecccececcenesoene June 
I, Ch nccudbaggasacanseseuse Mar 


Buzan, M. Milton ......csceeeeeeeeee Apr 


AUTHOR INDEX 


Caplan, F. 

Carlson, Richard K. 

Carlyon, George C 

Chew, &. WW. ...0.. Jan 133, Mar 135, 
Christensen, Morgan ... 

Clement, R. L. .. 

Connelly, John M 

Covert, Lloyd W. 

Crew, R. Spencer 

Crumb, Charles V. 


Davis, Harold E. 
Decker, R. O. 
Docekal, E. J. 
Dollinger, Lewis L., Jr. 
Dornaus, Wilson L. 
Dunham, Bruce M. 


Eby, John C. 
Ekholm, C. R. 
Elliott, J. E. 
Evans, Gloria 
Evenden, C. T. 


soeuses Apr 135, July 


Water Supply and Treatment 

A B C’s of Boiler Water Treatment 
Spelled Out in Q's and A's 

Algae Control in Cooling Towers .. 

All Plastic and an Acre Wide! ....Aug 

Mixing Controlled Automatically. .Nov 

National Conference on Water Pol- 
lution Proceedings BR 

Plastic Breakers Prevent Toxicity. July 

Putting Water to Good Use—Twice. Feb 

Reuse Your Waste Water 

Saved—100 Million Gallons of 
Water 

Two Water Cooled Submersible 
Pumps Save Space 

Wash Water for Fluorescent Tubes 
Purified in Dual Column Demin- 
eralizer 

Water Hammer Troubles? ........ July 

Water Treatment for Industrial and 
Other Uses BR 


Weighing Systems 
Belt Conveyor Scale Continuously 
Meters Flow of Material .... Mar 


Welding 
Airtight Bag Assures Good Welds .Dec 
Built-In Flux Speeds Arc Welding. Aug 
Faster Welding With This Process .Apr 
Hard Job Made Easy by Trying 
Something Different 
Rig Speeds Shielded Arc Welding .Mar 
Savings via Short Arc Welding ....Oct 
Training Maintenance Weldors 
I. Program Meets Varying 
Needs 
Il. Weld Faults, Causes and 
Correction 
ITI. Selecting Arc-Welding Elec- 
trodes 
IV. Destructive Testing of 
Welds 
V. Qualification oe! Proce- 
dure 
Wire Rope 
Industrial Wire Rope Selection, 
Care and Maintenance ..... Nov 


Work Simplification 
Management Guides BR Oct 


x 


X-Ray 
X-Ray Gage Doubles as Non-Con- 
tact Micrometer and Automatic 
Controller Feb 
X-Rays Speed Chemical Analysis . .Jan 


Feuer, S. S aaah ..Nov 
Fisher, R. W : ‘ June 
Fisher, W.S June 
Flynn, J. E. .. ' June 
Fox, Eldon G iénedieane ....Mar 
Frey, Richard E. ...... ane .. Aug 
Frisch, Milton J. owende 


George, S. D. ...... 
Giacomelli, G. E. 


. ..--Jan 91, Mar 83, May 
July 77, Sept 90, Nov 


Hamilton, Arnold J. 


Mar 
Apr 114, May 
esbedeneceeuel Apr 


Hammond, Clayton B. 
Heacock, Ward J. 
Henderson, S. F. 
See We Gs. cccoce 





Howell, John G June 121, Dec 
Huffman, Joseph E Apr 


Jacoby, Walter sae wh . July 
NEE, Wee Be covcsscepdocescan Mar 

Apr 114, May 
Jordan, John R. . Jan 


Keeler, John ... ... Apr 
King, William O. ; . Sept 131, Nov 
Kirkpatrick, R. L ssoscoeeeee 
Kowal, Leo ....... .. Apr 


McMasters, R. L. ......... ....Aug 
Mageoch, H. Yale ....... .+-.Oct 
Mann, Lawrence, Jr ....Mar 
Manner, Charles J - ocanveee 
Marsh, R. G. .. .May 
Marth, Louis . Mar 108, Apr 114, May 
Mathe, J. A. .. 

Meals, W. D. 

Molnar, John 

Moore, Milton J 

Morey, W. A 

Morgan, Norman L 


Nailen, R. L 


A 
Abbott Laboratories 
Organizing and Using a Mainte- 
nance Training Program Jan 
Training Maintenance Weldors 
I. Basic Welding Information .. Apr 
II. Weld Faults, Causes and 
Correction .... May 
III. Selecting Arc-Welding Elec- 
trodes -++..Jdune 
IV. Destructive Testing of 
Welds July 
V. Qualification Testing Proce- 
dure Aug 
Allis-Chalmers Mfg. Co. 
Selecting Motor Drives ..... May 
Adjustable Pitch Drives—Are They 
Cheaper Than Fixed Pitch? . Aug 
Select Lubrication System —— 
nents with Care ..... Oct 
Altec Lansing Corp. 
Two-Faced Assembly Line .......Dec 
American Chicle Co. 
Shutdown Maintenance for Air 
Conditioning Systems ... ...-Feb 
American District Telegraph Co 
Fire-Warning Systems for Compu- 
ter Centers 
American Steel Foundries 
Machinery Inspector Checks Plant 
Equipment Sept 
American Technical Co 
Water Hammer Troubles? ... July 
Some Points To Consider When 
Planning on HTHW Heating 
Andersen Corp. 
17-in-1 Dust Collecting System 
Turns Waste into Profit Dec 
Armstrong Cork Co. 
Control Center Monitors Air Con- 
ditioning June 
Asbiton Western, Inc. 
Watertight Plastic Foam—A “Plus” 
for Construction Jobs .. .Oct 
Atlas Powder Co. 
Consider Reinforced Plastic for 
Your Corrosion Problems .......Nov 
Aveo Corp. 
Plant Engineer Looks at His Plant 
—Three Years Later ... .... Sept 
Scientists ARE People! ...........Nov 


B 
J. B. Beaird Co., Div. American Ma- 
chine & Foundry Co. 
Quiet, Please! How To Silence In- 
dustry’s Noisemakers ot 
Belden Mfg. Co. 
Control Change Reduces Oven 
Warmup by 36 Per Cent 


Sept 


108 
130 
112 


119 
106 
102 
122 


146 


142 


Nesbitt, Guy N. .. 
Novotny, John J 


O’Hern, M.D. ..... 
Ostrowski, A. C. .. 


Pail, G. S. 
Parker, Charles .. 
Paulson, E.G. ... 
Pease, Alvah C. 
Peel, Stanley 
Peterson, John W. ‘ Oct 
dwebecaceces Mar 102, Aug 


Poppe, Dan G. 
Posa, John ... 
Powers, K. P. 
Pratt, Christopher J. ...... Jan 136, July 


& 

Rabideau, P. A. .. Feb 
Rantala, John W. "Jan 125, Apr 92, May 

June 129, — 126, Aug 
Ringer, Adolph G. . July 
Rosenthal, Joseph A. .. Mar 
Russell, Wm. K. .. June 
Ryan, W. J. ...... . Feb 


Schildwachter, J.C. . Oct 
Scribner, Eugene D June 


Seymour, J. O., Jr 
Skubik, E. B 
Smith, Ralph G 
Smith, Richard J. 
Snow, Charles 
Soderberg, T. R 


Taylor, Paul .. Jan 
Tenney, R. C Feb 
Thalheimer, Harold J ...-Dec 
Torres, A. F Nov 


Upton, E. F., Jr 117, Nov 


Wachter, B. J 

Wallin, R. E. ...May 118, June 
Aug 128, Oct 149, Nov 

Wathen, Paul R 

Wheeler, C. R. . stones May | 

Whitcome, Dick 

Wills, Paul L 

Wren, William 


Zucker, Newton 





COMPANY INDEX 


Bell & Howell Corp 
Electronic Training for Mainte- 
Feb 
Betz Laboratories 
Rehabilitation Gives Betz Attrac- 
tive Analysis Lab .. Oct 
Boeing Airplane Co 
Numerical Control Course Given by 
Boeing : ...May 
Borg-Warner Corp. 
Tips On Vertical Pumps 
F. N. Burt Co. 
Models and Sane Streamline 
Plant Move .... Feb 


Cc 
Cadillac Plastic and Chemical Co 
How To Work With Plastics for 
Bearing Repairs 
Carrier Air Conditioning Co 
Shutdown Maintenance for Air 
Conditioning Systems 
Chemstrand Corp. 
Maintenance Cost seen for 
Chemstrand 
Cleaver-Brooks Co 
Electronic Controls .. 
Commercial Filters Corp 
Putting Water To Good Use— 
Twice : 
Consolidated Controls Corp. 
Robot “Reasons” Repetitiously ....Apr 
Continental Can Co. 
Phone Hookup Reduces Inventory 
Time .Oct 
Convair, Div. General Dynamics ‘Corp 
Convair Gets Maximum Use from 
its Floor Sweepers .. May 
Plant Engineered Facility Discour- 
ages Dust Intrusion ....... Oct 
Crane Co. 
Electric Trucks 2#¢ Crane 
I. In-Plant Survey Dictates 
Choice ‘ Mar 
Il. Truck Utilization peau 
III. Preventive Maintenance 
Program . ‘oes ee 
Cushman Motors Co. 
Conveyor, Carriers Overhead Per- 
mit Free Movement Below ......Feb 


Day-Brite Lighting, Inc 
Economics of Industrial Lighting ..Apr 
Devcon Corp. 
Steel, Plastic Mixture — 
Equipment Repairs ..+..Nov 
DeVry Technical Institute 
Electronic Training fer Mainte- 


June 


Dollinger Corp 
Q & A on Filters Dec 
Douglas Aircraft Co 
The Technical Diagnostician Jan 
Pipe Rehabilitation Feb 
Maintenance Order Transmitter 
Has Many Plus Values Mar 
Borrow Instruments and Brains for 
Better, Low Cost Maintenance ..May 
Pint-Sized Clean Room June 
Toy Balloons Keep Paint Out! Oct 
Low Cost Metal Processing—With 
Drums .. Nov 
Dow Chemical Co. 
Maintenance Training at Dow Jan 
Dundee Cement Co 
Crane Girders Double as Control 
Enclosures . Feb 
E. I. du Pont de Nemours & Co. Inc 
18 Basic Tools for Better Mainte- 
nance Control Jan 


Ebasco Services, Inc 
Maintenance Stores Procedures Jan 
Managing a PM Program July 
Engineers, Inc 
Air Conditioning an Old Plant? ...Mar 


F 


Federal Pacific Electric Co 
Low Voltage Switchgear Breaks In- 
terrupting Capacity Barrier . July 
Fischer and Porter Co 
Supply Systems for Instrument 
Alr .. Aug 
Flexonics Corp. 
Floors, Walls, Tanks Guarded by 
Epoxy Mortars Apr 
Compact Waste Treatment Nov 
Foote Mineral Co 
Fines Recovery Program Saves 
$125,000 Annually .. July 


G 


Gageline Steel Corp 
Bin-Rack System Speeds Selection 
of Bar Stock 
Garland Co 
Floors, Too, Should Fit the Job 
Garrett Corp. 
Design for Expansion 
Gates Rubber Co. 
Booklet Helps Select Industrial 
Hose to Fit Conditions 
General Electric Co 
Automatic Turnoff Reduces — 
ing Costs 


Sept 
Sept 





Cut Basement Door Through Con- 
crete Girder ; 
Wood Chips Take Off Through 
Spiral Pipe Vacuum System ... 
Remote Control—The Easy Way .. 
Sizing Control Transformers 
Quick Switch of Computer Systems 
Saves $47,000 .... Apr 
How Lighting Affects Heating and 
Air Conditioning June 


Moderr: industrial Lighting . .. Aug 1 


General Motors Corp 
Plant Burns Its Cyanide Wastes 
Saved—100 Miliion Gallons of 
Water Nov 
Great Lakes Steel ‘Corp. 
Glass-Plastic Crane Rail Supports. June 
Greer Steel Co. 
Plant’s Switch to Unit Heaters 
Saved Space and Money Nov 
Gulf Research and Development Co 
Multi-Purpose Greases . May 


June 


Hall Laboratories 
Attitudes Toward Waste Water 
Problems . Nov 
E. F. Houghton and Co. 
Reducing Explosion Hazards of Air 
Compressors Nov 


Ingersoll-Rand Co 
Air Starting Can Pay Off 
International Latex Corp 
Cost Improvement Training 
Maintenance Function . ‘ Dec 
I-T-E Circuit Breaker Co. 
Keep Tabs on Sprinkler System . .July 


J 


Jones, E. D. Corp 
Nine-Building Plant Puts One 
Roof Over Company Oper- 
ations .... ..Dec 
Jones and Laughlin Steel Corp 
Improve Your Safe Lifting Quo- 
tient and Avoid Accidents ... Feb 
Industrial Wire Selection, Care and 
Maintenance dona aarh aa 


Kaiser Aluminum & Chemical Corp 
You Can Cut Motor Wiring Costs ..Mar 
Nomographic Aids for Vacuum 

System Design ... sactenke eee 

Kordite Corp. 

TV Camera Helps Guard Plant's 
Remote Gate .. 


L 


Lake County Industrial Training Assn 
Technician Shortage? Jan 
Lear, Inc. 
Pump Installation, Maintenance ..Apr 
Link-Belt Co 
Solving Drive Problems . oo fe 
Lockheed Aircraft Corp 
Plastic Shield Protects Plating 
Room Floor . ; 
Mobile Generators Fill Power 
Gaps Aug 


.June 


R. C. Mahon Co 

Numerical Control for High Accu- 

racy Steel Drilling 
Martin Co. 

Building Completion With Modular 
Design, Good Pianning, Team- 
work 

Minerals & Chemicals Corp. 

Epoxies Fight Acids 

Miniature Precision Bearings, Inc. 
Facility Design for Miniaturized 
Products 
Monarch Machine Tool Co. 
Electronic Speed Control 
Bus Duct Cuts Power Distribution 


Monsanto Chemical Co. 
How Photo-Drawings Save Time, 
Speed Maintenance at Monsanto. Apr 
Geodesics in Action—Storage Dome 


Prestressed Concrete 
Portable Boilers Suit Monsanto's 
Multi-Plant Steam Needs 


National Cash Register Co 

Uplight Solves Lighting Problem ..Feb 
Nalco Chemical Co. 

AB C’s of Boiler Water Treatment. Aug 
National Technical and Scientific Co 

Maintenance Guide for Centrifugal 

Compressors Mar 

North American Aviation 

Labeling Tool Shows Versatility July 


° 


Ohmart Corp 
Considerations for Applying Nu- 
clear Gages to Process Control ..Aug 
Owens-Illinois Co. 
An Evaluation of Grounded Neu- 
tral Power Systems .. , June 
Increasing the Output of a Com- 
pressed Air System svanvee 


Parke-Davis Co 
How Engineering Libraries Can 
Pinpoint Information .. Jan 
Preliminary Planning .... Sept 
In-Plant Feeding Nov 
Parker Seal Co., Div. Parker- 
Hannifin Corp. 
Select O-Ring Replacements With 
Properties in Mind ....Jan 
Parrish-Alford Fence and Machine Co., 
Storage Problem Solved by Fork 
Truck With a High Reach .....July 
Partlow Corp 
Primer on Temperature Control 
With Filled Systems ..... Apr 
Phoenix Industrial Coating Corp 
Phenolic Coating Protects Tank 
and Water : Feb 
H. K. Porter Co., 
Evaluating Metals for Third-Rail 
Systems ...... Oct 


Raybestos-Manhattan, Inc 
Adhesive for Masonry Construc- 
tion .. June 
Remington Rand Univac 
Considering a Ponded Roof? . Sept 
Robbins and Myers, Inc. 
Should You Build Your Own 
Overhead Crane? .... Dec 
Rohm and Haas Co. 
Blast and Fallout Protection for an 
Industrial Plant ......... Dec 
Royal McBee Corp. 
Plating Waste Disposal “Pack- 
age” Cuts Investment, Operating 
Sept 
Joseph T. Ryerson & Son, Inc 
Construction Specifications 
I. Earthwork ........ .May 
II. Concrete Work . . June 
III. Masonry Work - July 
IV. Concrete, Millwork, Doors ..Aug 
V. Joists, Roof Deck and Sheet 
Metal .Oct 
VI. Roofing, Insulation, Damp- 
proofing 
I. Interior Finishing Ma- 
terials 


H. A. Steele Corp. 
Storage Racks from H-Beam Scrap 
W. W. Sly Mfg. Co. 
Selection, Application and Mainte- 
nance of Cloth Dust Filters 
Snow Filtration Co. 
Filter Media 
Steel Company of Canada 
Steel Maker “Stresses” 
Frame Design 


147 
104 
RX 


112 


Inc 


108 


119 


Studebaker-Packard Co 
Plastic Tape Helps Reduce Plant's 
Electrical Downtime . .Mar 
Sun Oil Co. 
Hydraulic Oil—Types and 
Applications 
Lubrication Needs of Compressors. July 
Sundstrand Aviation Co. 
Central Cutting Oil System Elimi- 
nates Bucket Mixing 
Supreme Steel Equipment Corp 
A Plant Moves—But Production 


Sylvania Electric Products, Inc 
Throw Those Lamps Away! 


T 


Technical Engineering Service 
Lubrication Guide for reel 
and Seals 
Texas Instruments, Inc 
Why Motors Fail ° .Apr 
Tote System, Inc. 
Containerization Methods in Bulk 
Material Handling ' Oct 


.June 


U 
Universal Form Clamp Co. 
How Accident Committee Makes 
Working Safe . Niee-avine ab ce 
Universal Foundry Co. 
Spark Suppression Extends Relay 
L 


Uranium Reduction Co. 
Maintenance Planning and Sched- 
uling . Mar 
Ready-Made Hose ‘Lengths Speed 
Emergency Pipe Repairs .. Aug 


Vv 
Volkswagen of America, Inc 
Report on VW Plant Visit 


Ww 
Waldorf Paper Products Co 
Two-Way Radio Eliminates Ineffi- 
ciencies 
West Michigan Steel Foundry Co 
Air Power Propels Transfer Car 
Between Furnaces ... 
Western Electric Co. 
Using Explosive Chemicals? 
Transparent Photo-Template 
Bulk Chemical Storage 
Equipment Gets Tough Hide for 
Outdoor Storage 
Double Push-Pull Exhausts Save 
Money for Western Electric .. 
Westinghouse Electric Corp. 
How To Select Unit Heaters For 
Your Plant .. 
Getting Going—Getting Stopped .. 
Get High Pressure Dry Air 
Seven Trouble Spots in Industrial 
Motor Lubrication .... 
Static Auxiliary Devices 
Control Reliability 
Tag Triggers Action On Parts Re- 
ordering 
Induction Motor—W. orkhorse of In- 
dustry 
Specifying Special Electrical 
Equipment 
Digital Control Computers .... 
Static Control—How It Works 
Four Ways You Can Stop Motor 
Failures 
Weston Instruments Div., 
Daystrom Inc. 
Measuring Industry's Hot Spots 
I. A Primer on Temperature 
Measurement 
Il. Thermometer Types and Cir- 
cuits 
Whiting Corp. 
Hydraulic Crane 
Wilkerson Corp. 
Use the Right Air Devices to Pro- 
tect Pneumatic Equipment ... 


Boost 


Y 


Yale and Towne Co. 
Measure Your Materials Handling 
Efficiency 











